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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 KINSHA 03044 01 OF 02 021008Z 
ACTION PM-04 

INFO OCT-01 AF-08 ISO-OO OMB-01 CIAE-00 INR-07 NSAE-00 
NSC-05 SP-02 SS-15 L-03 TRSE-00 MC-02 ACDA-07 
AID-05 IGA-02 EB-08 /070W 

021056Z 030879 /10 

P 020900Z APR 77 

FM AMEMBASSY KINSHASA 

TO SECSTATE WASHDC PRIORITY 2733 

INFO SECDEF WASH DC//DSAA// PRIORITY 

USCINCEUR WASH DC//ECJU/7//SACD-M// PRIORITY 

DEP FOR INTL LOG HQ AFLD WPAFB OH//MI// PRIORITY 

CSAF WASH DC//LGFW// PRIORITY 


LIMITED OFFICIAL USE SECTION 1 OF 2 KINSHASA 3044 

E.O. 11652: N/A 
TAGS: CG, PFOR 

SUBJECT: SHABA ATTACK: Cl 30 SPARES REQUEST 
REF: (A) STATE 067999, (B) KINSHASA 2838 

1 . FOLLOWING LIST OF C130 SPARES AND ASSOCIATED EQUIPMENT IS 
REQUESTED BY GOZ. LIST CONSTITUTES THE BALANCE OF IMMEDIATE NEEDS 
GENERATED AS A RESULT OF INCREASED C130 OPERATIONS, SPARES THAT 

ARE ONLY AVAILABLE THROUGH COMMERCIAL SOURCES, SOME BADLY NEEDED 
GROUND SUPPORT EQUIPMENT, AND SOME CONSUMABLES THAT ARE AT ZERO OR 
NEARLY ZERO STOCK LEVEL. THE MAJORITY OF ITEMS ARE REQUESTED BY 
PART NUMBER AND NOMENCLATURE INSTEAD OF FEDERAL STOCK NUMBER. 
NEITHER ZAMISH NOR FAZA HAS AN OPERABLE MICROFICH READER AT 
PRESENT. REGRET ADDITIONAL WORKLOAD IMPOSED AS A RESULT. 

2. IN ACCORDANCE WITH REFTELS, GOZ REQUESTS COSTS BE CHARGED 
TO FMS CASE RAK. LOCKHEED-GEORGIA HAS BEEN ADVISED BY LOCAL 
TECHREP TO PRESENT CONTRACTS FOR ITEMS B, C, AND D, PAR 2 
REFTEL B, TO GOZ MILATT IN WASHINGTON. 
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3. PARTS LIST: 

PART NUMBER NOMENCLATURE QUANTITY 

203430 TURBINE, COOLING F/D 4 

203720 TURBINE, COOLING C/C 2 

1333-613233M1 VALVE, ANTI-ICING AIR, MOTOR ACTUATED 4 
346420 COUPLING, REFRIGERATOR AIR LINE 2 
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343939-3 COUPLING, RECIRCULATING FLEXIBLE 4 
343939-4 COUPLING, RECIRCULATING FLEXIBLE 4 


10557 HEADSET, MIKE 8 

100524 INDICATOR, HSI 2 

43550-2 GYRO, DISPLACEMENT 2 

102379 INDICATOR, ADI 4 

3318-400 COMPUTER, NAV 2 

A489-5 GEAR BOX, ACTUATOR, MOTOR DRIVEN, 2 
ELEVATOR TAB 

MS24660-21A SWITCH 2 

FS1548 SWITCH 2 

MS25308-242 SWITCH 2 

FS176 SWITCH 2 

1743-16-700 DETECTOR, OVERHEAT TURBINE 4 

25720078 THERMOSTAT, OVERHEAT WARNING 4 

892541 CONTROL UNIT, FIRE DETECTION 4 
LH1700 VALVE, SOLENOID, ATM 4 

1EN61-6B SWITCH, LIMIT MLG 2 

750C-7B VALVE, FUEL DRAIN 2 

6135 TUBE, ELECTRON 50 

5814A TUBE, ELECTRON 60 

83237-11 CONDENSER, WATER 6 

83237-13 CONDENSER, WATER 6 

102538-2-1 INDICATOR, DIFFERENTIAL PRESSURE 2 

104156 VALVE, AUX VENT C/C 2 

U50-250SH COUPLING, DUCT 2 

U50-462SH COUPLING, DUCT 2 

102150-0 VALVE, OUTFLOW 1 


AC2031F12UPZ ELEMENT, FILTER DISPOSABLE 20 
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AN6237-1 ELEMENT, FILTER DISPOSABLE 20 

AC6091F6Y8 ELEMENT, FILTER DISPOSABLE 20 

AC6091F8Y8 ELEMENT, FILTER DISPOSABLE 20 

AC6091F12Y8 ELEMENT, FILTER DISPOSABLE 20 

AC2291EB10 ELEMENT, FILTER CLEANABLE 4 


AC229 1-104 FILTER, PWR PLANT 2 

3B29W TUBE, ELECTRON 12 

3B24WB TUBE, ELECTRON 12 

5957 TUBE, ELECTRON 12 

6AS7G TUBE, ELECTRON 12 

4J52A TUBE, MAGNETRON 3 

1N23WE SEMICONDUCTOR, DEVICE 24 

5702 WB TUBE, ELECTRON 12 

5644 TUBE, ELECTRON 12 

MS28775-224 PACKING 600 

9535675 PACKING 600 

MS28774-216 RETAINER, PACKING 600 

MS28778-6 PACKING 600 

MS28778-8 PACKING 600 
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9543748 SHIELD, DUST PISTON 600 

9533219 PAD, WEAR 600 

9543031 DISC, ROTATING 10 

GY18B20 RIVET, WEAR PAD 1000 

GY18A15 RIVET, WEAR PAD 3000 

G Y 1 8B 1 1 RIVET, WE AR PAD 1000 

A9550616 WHEEL, ASSY, MLG 4 

GWA18-10 WASHER 26 

GW1810-60 BOLT, WHEEL 26 

52638 CUP, BEARING 2 

39X13/14PR TIRE, NLG TUBELESS 6 

MS28775-006 PACKING 20 

MS28775-008 PACKING 20 

MS28775-010 PACKING 20 
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ACTION PM-04 

INFO OCT-01 AF-08 ISO-OO OMB-01 NSC-05 SP-02 SS-15 
L-03 CIAE-00 INR-07 NSAE-00 MC-02 ACDA-07 AID-05 
IGA-02 EB-08 /070 W 

021056Z 031261 /10 

P 020945Z APR 77 

FM AMEMBASSY KINSHASA 

TO SECSTATE WASHDC PRIORITY 2734 

INFO SECDEF WASH DC//DSAA// PRIORITY 

USCINCEUR WASH DC//ECJU/7//SACD-M// PRIORITY 

DEP FOR INTL LOG HQ AFLD WPAFB OH//MI// PRIORITY 

CSAF WASH DC//LGFW// PRIORITY 


LIMITED OFFICIAL USE SECTION 2 OF 2 KINSHASA 3044 
PART NUMBER NOMENCLATURE QUANTITY 


MS28775-116 

PACKING 

20 

MS28775-212 

PACKING 

6 

MS28775-214 

PACKING 

12 

MS28775-222 

PACKING 

16 

MS28775-223 

PACKING 

26 

MS28775-226 

PACKING 

24 

MS28775-228 

PACKING 

4 

MS28774-222 

GASKET 

50 

MS28774-223 

GASKET 

50 

MS28774-226 

GASKET 

100 
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MS28774-228 GASKET 100 

MS28778-12 GASKET 4 

MS29513-222 GASKET 75 

MS35769-8 GASKET 50 

376730-0-24 POWER UNIT, GAS TURBINE, AIRBORNE 2 

23410-3 VALVE, ASSY, HYD 1 

MODEL 8704 JACK, MLG 2 

REGENT 

TM 4600 DLV POWER CART, TRAILER MOUNTED 2 
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B-4A JACK, WING 2 

CECP216-5K KIT, ENCODING ALTIMETER 3 

B45 152 10003 ALTIMETER, PILOT ENCODING 2 

B4515210103 ALTIMETER, COPILOTS 2 

731300-3 VALVE, LEVEL CONTROL 2 

100015 GASKET, TANK 6 

100018 NUT, RETAINING 6 

100080 VALVE ASSY, DRAIN 4 

MS902 1-027 PACKING 6 

MS902 1-224 PACKING 6 

MS9021-131 PACKING 6 

MS9021-016 PACKING 6 

100031 GASKET 6 

MIL-H-5606B HYDRAULIC FLUID, DRUM SIZE 12 

MIL-H-5606B HYDRAULIC FLUID, GALLON SIZE 240 

MIL-H-5606B HYDRAULIC FLUID, QUART SIZE 480 

3711 62-3 DRIVE ASSY, WING FLAP 2 

1 -70- 1 00 TRANSMITTER ASSY, FLAP POSITION 2 

210-2360 JOINT, HYD. SWIVEL 2 

210-2365 JOINT, HYD. SWIVEL 2 

MS 29513-036 SEAL "O" RING 20 

371688-101 PUMP, FUEL 4 

56951 ELEMENT, FILTER 12 

375322-9 STARTER ASSY, GTC 2 

76149 ELEMENT, FILTER 12 

692546-2 VALVE 6 

371319 ORIFICE ASSY 6 

75153 PLUG, IGNITER 6 

107996-66 THERMOSTATE, PNEUMATIC 6 

1505955 CONTROL, FREQUENCY, ELECTRICAL 6 

MTH6 FUSE, CARTRIDGE 50 

624673 TRANSFORMER ASSY 6 

613122 AMPLIFIER, AUXILIARY 6 

522-0440-004 POWER SUPPLY TYPE 51 6A-1 6 

522-1091-004 POWER SUPPLY TYPE 5 16B-3 6 

542-4777-004 FILTER, PASSIVE 6 
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542-4718-005 AMPLIFIER, RF 6 

548-3931-003 FILTER, BAND PASS 6 

542-4748-006 MODULE, IF & AUDIO 6 

522-1840-005 VOR 101, TEST SET 1 

1 37 1 -598850 VALVE, 3 WAY 2 POSITION, PILOT OPERATED 2 
23410 VALVE, DUAL BRAKE CONTROL 2 

16430-1 PUMP, BOOST, ELECTRICITY DRIVEN 2 
697397-3 VALVE, SKID CONTROL, MARK II ANTI-SKID 2 

13210 VALVE, FLAP BRAKE EMERGENCY 1 

14080-1 VALVE, 4-WAY, 3 POSITION, DIRECTIONAL 1 
CONTROL 

47680 VALVE, 4- WAY, 3 POSITION, DIRECTIONAL 1 

CONTROL 

8DJ48FAR2 INDICATOR, POSITION OIL COOLER FLAP 2 


EA100ANH144 INDICATOR, OIL QUANTITY 4 

147B31A2 INDICATOR, TEMPERATURE 4 

18-1278 INDICATOR, OIL PRESSURE 6 

MB 2 FLOWMETER, FUEL FLOW 2 

MODEL SML 1 20-C TOW TRACTOR 1 

280191 BRUSH, ELECTRICAL CONTACT, KIT 12 

FEDERAL STOCK 

NUMBER NOMENCLATURE QUANTITY 


8010-459-1756 COATING, EROSION RESISTING, KIT 6 
8040-266-0839 ADHESIVE, SEALING, GENERAL REPAIR, TINS 24 
5350-224-7205 ABRASIVE, PAPER, SILICONE CARBIDE, SHEET 200 
7510-226-671 1 TAPE, PRESSURE SENSITIVE, ROLL 200 
6810-184-4796 ACETONE, GALLON SIZE 40 

80 1 0-943-7 1 26 REMOVER, PAINT & LAQUER, GALLON SIZE 20 
6850-935-9096 COMPOUND, CLEANING, GALLON SIZE 40 
5977-553-7086 BRUSH, ELECTRICAL CONTACT, KIT 12 
CUTLER 
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